Sanitized Copy Approved for Release 2010/06/07 : CIA-RDP80T00246A044400J4000J-3 

4 ^ ^ * 



CENTRAL INTELLIGENCE AGENCY 

ilMFORMATIO^ REPORT 



25X1 

REPORT 



CD i'JO 


CUUNTHV Germanic 

SUBJECT Conatruction of Soviet Dbdorgrauiid 

Bunkon 



DATE DISTR.;^ ,55^3 ^ 

_ Jja OF PAGES 4 

^^OCEsStNQ COP^ 

NO.OFENCLS. 

SUPPLEMENT TO 25X1 

REPORT NO. 

THIS IS 01IE7AUJATED IHPCRMATKW 

25X1 


1, Prior to April 1958. it was lopimorf that a tova). of 4 

underground bunkers of the Soviet Air fores wore constructed 
in Rechlin^ Pi.bnita, Merseburg, and Erfurt, The bunkers are 
constructed in the same manner, with the same sise and equipaent. 
Each uEiderground bunker, scheduled to serve as Soviet Air 
Force conanand post for air defense, consists of the bunker 
proper and the protection plat® (atd/or the splitpro©f plate). 

Ac The following data cm the bunker proper were known: -• 


Material: 

Dimecsiona : 

Foundation: 

Ceiling: 

Cuter iffiills: 
Partition wails 
Inner walls: 

Rooms: 

’Doors: Outer doors: 
Inner doors: 

Entranoss: 


steel concrete (weldrd) 

42 m long (outside measurement) 

11 wide (outside r^easurement) 

2.30 m high( vertical clearance) 

0.70 m thick 

0.7C m thick 

0«70 m thick 

0,30 m thick 

0,12 m thick (burnt brick) 
about 20 
7 iron doors 

(like airraid protection dcors) 

16 wooden doors 

(on both sides of middle corridor 
of bunker) 

2 entrances, each of them one meter 
wide I stair walls concreted; 0.30 m 
thick 
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1 Supply Entrances 


1 iinergency Exit: 
Ctan*ent Supply; 


Ulater Supply; 


Hiis entrance is filled up with 
fine grarel and is shovelfid out in 

emergency cases 

at suuply anti'ance 

a* 1 transformer {100 KW) 
b, 1 Diesel aggr^ate (60 KW) 
with pcwei' ^supply to a nearby 
radar inataliation 

See 2, With rsga'^d tc tiio 
supply there ver :^ diffe^6Kco^3 ir 4 
the 4 bunkers due to the lo jr.l 
situationSo 


ba The follovli 2 g data uera determined on the orotectioii 
plate and/or the spXitproof plate; 


pure concrete of type B 300 
(without iron parts) 

49 X 18 meters 

in the middle part 0,85 
at the ed^eB 0.65 m 

2 neters sbore the bunker celling 
bedded ca fino-gravel pads 

at least 2 ra of depoeit<3cl ea;:th, 
depending on the siTrroursding 
terrain, presumably wit^ pjan-iis 
later on for cavjouflago rur^^sons. 

All dimensions are the same for all 4 bunkers. This applies 
also to the connections, entrances, ^entilatirg systems, 
supply of high«teo8ion current, emergency power supply 

etc. 

The steel concrete has a four-fold cross-wise ariaoring^ 
The access doors are gasproof, 15 cm ohick, etrengthened 
by so-ealled **twelver* sheet metal with girders and I’-snapod 
iron« There are minor differences in the water supply and 
in the earth deposits. The construction costs amount to 
lo5 to loD million DME for each bunker « 


Material: 

Dimeus5 ons 
Thickness : 

Location: 

Cov^rring: 


2. The following details were known about the four underground 
bunkers: 


So Erfurt underground bunker: 

Location: about 3 km northwest of Erfurt- 

IBindersleben, north of the vil'’age 
of Alach, east of the S chad erode 
estate. 5 

Fft trr ** t.h'? t*r>»'ik 

outside of the bunker. 


I 
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Kei*tiaburg uixiergrotind bunkar: 

about 4 k» aoutiwedt of Meraeburg, 
about 60C m woat of Bloaslen. 4 

fornarly talus C«aat« of coal with 

lean and clay) 

attached to the local water naj.n 

c. Rachliti— Laara underground bunker* 

Location: south of Rachlin on Sprott HUl, 

about 1 km southeast of B^llcrhola 
railrocd station 

Nature of ground: pure sand (gravai) 

Water Supply: water pipes, ai.so r well in the 

underground bunker 

d<» Ribnita urderground bunker: 

Location: 2 km north of Ribnitz, on the 

Haschen Hill 

Nature of ground: not known 

Water Supply: well next to the bunker (outside) a 


Location : 

Nature of ground: 
Water Supply: 


LCprom^qta j?’or ground plan of undergroui^ bunker with 
legend, see Annex 1. 


Annex 2 ., 


ate For cross -section of underground bunker, seo 


see Annex 3 


ffii- location sketch of Erfurt underground banker, 


I [Cggpent o For lucatloji sketch of Merj?eburg undergrouni 

bunker, see Annex 4<> 

loca+ion sketch of Rechlln-Laerz underground 

bunker, see Annex 5« 

Cotanent, For locatic'n sketch of Ribnitz underground 

bunker, see Annex 6o The foui* underground bunkers in the GDR, 
which bad been under construction since 1956, were taken over 
by the Soviets in April 19lCv The indoor fittings were carried 
out by the Sovi els themselves o The dates concerning the actual 
completion and the starting of operation of the installations 
have not yet been definitely determined,. 


25X1 

25X1 

25X1 

25X1 

25X1 

25X1 




25X1 





Sanitized Copy Approved for Release 2010/06/07 : CIA-RDP80T00246A044400140001-3 

25X1 



Sanitized Copy Approved for Release 2010/06/07 : CIA-RDP80T00246A044400140001-3 














25X1 


Sanitized Copy Approved for Release 2010/06/07 : CIA-RDP80T00246A044400140001-3 






I Entrance with ataire and iron doors (platfoms 
in front of the doors) 

II » aam as t 

III - Supply entrance with Iron gats (7) and part 

III a which is filled up with grarel 

IV - Qnergency exit 

1-6 iron doors (like doors of airraid shelter) 

7 iron gate at the supply entrance (like door of 

airraid shelter) 

S corridor, 0.80-0,85 m wide 

9 big room with 4 wooden doors, presurably big air 
storage room, which can be subdivided in smaller 
rooms by partition walla 

10 WC with wooden door 

11 Ventilating system with filters 

12 sans as 11 

13 room with water pipes. In the Rech3.in-Laera bunker 
there is also a well in this room 

14"17 additional rooms, utiliajstion u3fiknown 

18 Aocnamlator room, tiled 

19 high voltage installation 

20 room with transformer (100 KW) 

21 low voltage installation 

22 room with Diesel -aggregate (60 EW), from here the 
electric circuit l^ds to the radar installation 
outside of the buxdcer at a distance of about 200 m 

23^ room with electric motor for Soviet filter system 

24 aA shafts to 23 and/or 11/12 

25-27 ventilation and cable shafts 

28-30 telephone cable shafts 

the rooms 9-21 are equipped with wooden doors 

31 protection plate and/or splitproof plate placed 

above the underground btmker 
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- 3 - 


32 bunker walla- (outer walla) steel concrete, 0.70 to thick 

33 inner walls and walla of stairoaae, 0.30 m thick 

34 interior and partition valla, burnt brick; 0.12 m thick 

35 iron doors and gates, lijco doors of airraid shelters 
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Leggpd 

1 - bunkor proper 

\ 

2 - intemwdiata la/er - gravel bed for protection plate 
'3 - protection and/or splitproof plate 

4 - deposit of earth 
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Legen(^ 

1 - underground bunknr 

2 - high-tonsion power line 
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1 - undergxpund bunksr 

2 ~ radar installation 



25X1 




Sanitized Copy Approved for Release 2010/06/07 : CIA-RDP80T00246A044400140001-3 







Sanitized Copy Approved for Release 2010/06/07 : CIA-RDP80T00246A044400140001-3 






Sanitized Copy Approved for Release 2010/06/07 : CIA-RDP80T00246A044400 14000 1-3 

, 



1 - ujoderground bunker 

2 - radar InataHatlcm 
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LagMid to A«naT 6 
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L6g€Pd 

1 - underground bunker ^ 

2 - radar Inatallatloii 
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